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nace; T the storage tank. In this apparatus the blower forces the
combustion air to the furnace, the sulphurous acid gases pass
through the cooler to the absorption chamber, where the S^s *s
absorbed by the atomized water; the water pressure is created by
a pumping outfit, if there is not already pressure water at disposal.
The absorption chamber is so arranged that the gases have to pass
up and down, being on their way absorbed by the atomized water.